Kerala Gazette No. 28 dated 10th July 2007 . 
PART III 


STORES PURCHASE 


Department of Indigenous Medicine 


SHORT TENDER NOTICES 


( 1) 


No. S1 / 4452/ 2007/ AVC . 


16th June 2007. 


Sealed Competitive tenders are invited for the supply 
of the following items to the clinical labs attached to the 
Collegiate hospitals of Government Ayurveda College , 
Thiruvananthapuram for the year 2007 - 08 . 

Tenders should be superscribed “ Supply of items to 
the clinical labs” addressed to the Principal, Government 
Ayurveda College , Thiruvananthapuram. The last date of 
the receipt of tenders will be at 3 p . m . on 
3 - 8 - 2007 . The late tenders will not be accepted . The 
tenders will be opened at 3 . 30 p . m . on 3 - 8 - 2007 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 


- തിരുവനന്തപുരം ആയൂർവേദ കോളേജിനോടനുബന്ധിച്ചുള്ള 
വിവിധ ആശുപത്രികളിലെ ലബോറട്ടറികളിലേക്ക്ആവശ്യമായ 
കെമിക്കൽസ്, ഗ്ലാസ്സ് വെയേഴ്സ്, കിറ്റ്സ് എന്നിവ വിതരണം 
ചെയ്യാൻ തയ്യാറുള്ളവരിൽ നിന്നും മുദ്രവച്ച ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . ( ഒരു ദർഘാസിന്റെ വില 450 രൂപ) 
- (ഡ്യൂപ്ലിക്കേറ്റ് ഫാറം 225 രൂപ). 
- 1. ആയൂർവേദ കോളേജ് ആശുപത്രി, തിരുവനന്തപുരം 

( ആ വ ശ്യമായ സാധ ന ങ്ങ ളുടെ വിശ ദ മായ പട്ടിക 

ഇതോടൊപ്പം പ്രത്യേകംചേർത്തിട്ടുണ്ട്) 
- 2 . ആയൂർവേദ കോളേജ് സ്ത്രീകളുടേയും കുട്ടികളുടേയും 

ആശുപതി, പൂജപ്പുര 
( ആവശ്യമായ സാധനങ്ങളുടെ വിശദമായ പട്ടിക 
ഇതോടൊപ്പം പ്രത്യേകംചേർത്തിട്ടുണ്ട്) 
3. പഞ്ചകർമ്മ ആശുപത്രി, പൂജപ്പുര. 

( ആ വ ശ്യമായ സാധ ന ങ്ങ ളുടെ വിശ ദ മായ പട്ടിക 
ഇതോടൊപ്പം പ്രത്യേകംചേർത്തിട്ടുണ്ട്) 
-- ദർഘാസുകൾ “ ക്ലിനിക്കൽലബോറട്ടറിയിലേക്കുള്ള 
സാമഗ്രികൾ എന്ന തലക്കെട്ടോടു കൂടി തിരുവനന്തപുരം 
ആയുർവ്വേദ കോളേജ് പ്രിൻസിപ്പാളിന്റെ മേൽവിലാസത്തിൽ 
പ്രത്യേകംകവറിലാക്കി സീൽ ചെയ്ത്3 - 8 - 2007 ഉച്ചയ്ക്ക് 3 മണി 
വരെ സമർപ്പിക്കാവുന്നതാണ്. അന്നുതന്നെ ഉച്ചയ്ക്കുശേഷം 
3 - 30 - ന് ദർഘാസുകൾ നിയമാനുസരണം തുറക്കുന്നതായിരിക്കും. 
യാതൊരു കാരണവശാലും ദർഘാസ് ഫാറങ്ങൾ കൈമാറ്റം 
ചെയ്യാൻ പാടില്ലാത്തതാകുന്നു . ദർഘാസ് ഫാറങ്ങളുടെ വിൽപ്പന 
3 - 8 - 2007 ഉച്ചക്ക് 1 മണിക്ക് അവസാനിക്കുന്നതാണ്. ഫാറങ്ങൾ 
തപാൽ മാർഗ്ഗം ആവശ്യമുള്ളവർ ദർഘാസ് ഫാറത്തിന്റെ വിലയേ 
ക്കാൾ 50 രൂപ കൂടുതൽ മണിഓർഡർ ആയിഓരോന്നിനും 
അയയ്ക്കേണ്ടതാകുന്നു . ദർഘാസിൽ രേഖപ്പെടുത്തിയിരിക്കുന്ന 
വില നിരക്കുകൾ 31 - 7 - 2008 - വരെ അംഗീകരിക്കുന്നതിൽ 
മാറ്റം വരുത്താൻ പാടില്ലാത്തതാകുന്നു . 


Intending tenderers may on application to the Principal, 
Government Ayurveda College , Thiruvananthapuram 
obtain tender forms on which tenders should be 
submitted . Application for the tender form should be 
accompanied by cash remittance of Rs. 450 ( including tax ) 
which is the price fixed for a form and which is not 
refundable under any circumstances. The tender form is 
not transferable . Sale of tender forms will be closed at 
1 p. m . on 3 -8 -2007 . Cheque, Postal order etc . will not 
be accepted towards the cost of tender forms. Those 
who wish to purchase tender forms by post shall send 
an additional amount of Rs. 50 by money order to cover 
postal charges. Duplicate tender form , if required , will be 
issued at Rs . 225 per copy . Intending tenderers should 
deposit an amount of 1 % of the total cost quoted rate as 
Earnest Money Deposit by Demand Draft in favour of 
the Principal, Government Ayurveda College , 
Thiruvananthapuram together with an agreement in Kerala 
Stamp 

paper 
worth Rs. 50 . The rate quoted shall remain firm for 
acceptance till 31- 7 - 2008 . The Principal, Ayurveda 
College , Thiruvananthapuram will have powers to 
postpone/ cancel the tender without assigning reason . 


-- പൂരിപ്പിച്ച ദർഘാസ് ഫോറത്തിനോടൊപ്പം സാധനങ്ങ 
ളുടെ മൊത്തം വിലയുടെ 1 % ( ഒരു ശതമാനം) നിരതദ്രവ്യത്തിന് 
- തിരുവനന്തപുരം ആയുർവേദ കോളേജ് പ്രിൻസിപ്പാളിന്റെ പേരിൽ 
എടുത്ത ഡാം 50 രൂപയുടെ കേരള സംസ്ഥാന മുദ്രപ്പത 

ത്തിൽ രേഖപ്പെടുത്തിയ ഒരു എഗ്രിമെന്റും ഹാജരാക്കേണ്ടതാണ്. 
ഏതൊരു ടെൻഡറും കാരണം കാണിക്കാതെ നിരസിക്കാനോ, 
മാറ്റിവയ്ക്കാനോഉള്ള അധികാരം തിരുവനന്തപുരം ആയുർവ്വേദ 
കോളേജ് പ്രിൻസിപ്പാളിൽ നിക്ഷിപ്തമായിരിക്കും. 

Ayurveda College Hospital, Thiruvananthapuram 
Blood sugar kit for Autoanalyser 14 kits (10x100ml ) x14 
Serum cholesterol kit with HDL 
auto analyzer 

75 kits (2x50ml ) X75 
Serum Triglyceride kit 

12 kits ( 2X50ml) x12 
Serum Bilirubin kit for auto analyzer 5 kits (4x50ml) X5 
Blood Urea kit for auto analyzer 3 kits ( 400mlX3 ) 


500 mlx2 
500 mlx1 
500 mlx1 
500 mlx1 
500 mlx1 
10 ml x3 
(3 kits ) 
500 gm x1 
8 kits ( 1000 test /kit ) 


15 kits ( 100 test/kit ) 


Concentrated sulphuric acid 
Tincture Iodine 
Enrlich Reagent 
Ammonia solution 
Rother as Reagent 
Blood Group Reagent kit 
( Anti A , Anti B , Anti D ) 
Ammonium sulphate 
Glucose kit ( Enzymatic method 
for the use of span Autochem ) 
Cholestrol kit ( Enzymatic method 
For the use of span Autochem ) 
Bilrubin kit ( for the use of span 
Autochem ) 
Urea kit ( for the use of span 
Autochem ) 
Pregnancy card 
HBs Ag card 
VDRL RPR Card 
HIV Card 
Cratinine kit (for the use of span 
Autochem ) 
Pottassium iodide 
Iodine crystals 
ASO test kit 


1 kit (2x50ml) 


1 kit 
400 cards 
300 cards 
250 cards 
300 cards 


Serum Uric acid kit 

10 kits (5x20ml) * 10 
Serum AST kit (SGOT) 

8 kits ( 10x10ml)x8 
Serum ALT kit (SGPT) 

8 kits ( 10x10ml) * 8 
Serum Creatinine kit 

5 kits (4x50ml) * 5 
Serum calcium kit 

1 kit (2x50ml) * 1 
Serum Alkaline phosphates 15 kits ( 10x2.2ml)x15 
Kit for serum Total protein 

3 kits 
Kit for serum Albuminin 

3 kits 
Internal quality control serum 
for biochemical test 

1 kit (4x5ml) 
Serology kits 
RA test kits 

80 kits ( 20 test kit ) 
ASO test kit 

15 kits (100 test kits ) 
RPR 

1 kit 
CRP kit (Latex Agglutination ) 5 kits 
Equipments ,Glass wares and others 
Electric centrifuge Machine with lid 
Having 8 tubes 

2 Nos. 
Serological water bath (330x300x175 ) 1 
Electric hot plate 
Haemocytometer with bright line 

counting chamber 
Westergren ’s ESR stand with six tubes 4 
Westergren s ESR tube 
Microscopic slide (Blue star) 

10 pkts . 
Micro coverglass ( Blue star ) 

2x20 pkts . 
Stainless steel tray 16 " x12” 

2 Nos. 
Borosil cuvette for span Auto 
analyzer (pkts of 250 nos.) 

2 pkts . 
Test tube holder 

10 Nos. 
Measuring cylinder ( 10 ml) 

5 Nos. 
(Corning glass ) 
Disposable syringe with Needle 
2 ml (239 ) 

7000 Nos. 
Disposable syringe with Needle 
5 ml( 239 ) 

3000 Nos . 
Disposable gloves 7 .5 ” size 

1500 pairs 
Disposable gloves 7 ” size 

1000 pairs 
Disposable masks 

500 Nos. 
Chemicals 
Leishman s stain 

25x250ml 
Sodium citrate 

5 * 500gm 
Normal saline 

2x500ml 
Distilled water 

5x500ml 
Urine test strips (multi stix ) 

2 pkts . 
Motion occult Blood strips 
(Haemostrips ) 

3 pkts . 
P . H . strips 

2 pkts . 
Ayurveda College Hospital for Women and Children , 

Poojappura 
Distilled water 

500 mlx 15 
Surgical spirit 

500 ml x 20 
Benedicts qualitative solution 500 mlx 15 
3.8 % sodium citrate solution 

500 ml x 3 
0 . 1 N HCL 

500 ml x6 


1 kit 
100 gm . 
2 x 25gm . 
2 kits ( 100 test/kit ) 
200 tests 
5 kits (40 test/kit) 
200 tests 


RA Test kit 


12 ,000 


300 
200 
2 , 000 


2 Box (250 tube/box ) 


1000 


2ml Sterile Disposable syringe 
with 23 G needle 
5ml Sterile Disposable syringe 
with needle 
Butterfly Needle ( 24 G ) 
Sterile Disposable Lancet 
Corning cuvette for span Autochem 
analyzer 
Wash bottle ( large ) 
Sahlis Hemoglobinometer 
Borosil Blood collection 
test tube (12 x 75mm ) 
Test tube ( large) for boiling 
Test tube Rack (Stainless steel) 
For 12 x 75mm tubes with 15x4 holes 
Beaker 250ml( glass ) 
Beaker 500ml(glass) 
Beaker 100ml(glass ) 
Beaker 250ml( plastic ) 
Test tube holder 
Tissue paper roll 
Ordinary filter paper 
Graduated glass pipette -10ml 
Graduated glass pipette -5ml 


20 


2 roll 


50 sheet 


( 2 ) 


Measuring cylinder (glass) 250ml 2 
Glass rod 

10 
Western Green ESR stand with 2 stands with 
12 tubes 

12 tubes 
Filler -Plastic (Large ) 
Plastic tray with lid 
Stoppered conical flask (100 ) 
Hot Air oven (small) 
Thermostatic controlled 
Accuracy 
Double walled , stainless inside 
35cm x 35 x 35 
Electronic Balance 
Sensitivity of 0 . 1gm .weighing range 
0 .1gm . 400 gm . 
EDTA vials ( for 2ml Blood ) in built light 200 Nos. 
Microscope 
With Binocular Eye piece and with 
10 x 40 x 100 x scanner objective lences 1 
Panchakarma Hospital, Poojappura 
Micropipette stand 
Tips for 5mlmicropipette 

500Nos . 
Rectangle glass jar ( for cleaning 
glass wares ) 
Distilled water 

500 ml 
Permanentmarker 
Round band aid for blood collection 500 
Microscopic slide 
Disposable syringe with needle (2ml) 2000 Nos. 
Concentrated H2S04 

500ml 
Blood sugar kit 

5 kit 
Cholestrol kit 

7 kit 
RA test kit 

6 kit 
ASO test kit 

6 kit 

5 L 
Benedicts qualitative reagent 
Leishman s stain 
Haemoglobinometer 
Serum urea kit 

5 kit 
Lipid profile kit 

5 kit 
Serum creatinine kit 

5 kit 
Total protein kit 

4 kit 
SGOT test kit 

4 kit 
SGPT test kit 

4 kit 
AST test kit 

4 kit 
ALT test kit 

4 kit 


No. S1/ 10600/2006 / AVC. 

13th June 2007 
Sealed Competitive tenders are invited from the firms 
who are interested in Building body to a College bus 
chasis “ Ashok Leyland -ALPSV 4 /62- 193 ” (WB ) Viking 
passenger chassis 48 + D (2 * 2 seating lay out) Tenders 
should be superscribed , tender numbered and addressed 
to the Principal, Government Ayurveda College , 
Thiruvananthapuram -695 001 and submitted to this office 
before due date and time. 

Tender No. S1/ 10600 / 06 / AVC 
Cost of tender form : 

Original Rs. 440 

Duplicate Rs. 220 
Last date and time of sale of tender form — 30 -7 - 2007, 
1 P . m . 
Last date and time of receipt of tender — 30 -7 - 2007 , 
3 P . m . 
Date and time of Opening of tender — 30 - 7 - 2007 , 
3.30 P . m . 

Time of completion — 3 months from the date of the 
receipt of work order . 

Specification of building of bus body will be issued 
from this office at the time of purchase of the tender 
form . Those firms who are having previous experience in 
bus body building to educational institutions will only be 
considered . They must submit proof of their past 
experience of bus body building or sketch of already built 
bus body along with the tender. 


2pkt 


Tender form can be had from the Office of the 
Principal, Govt. Ayurveda College , Thiruvananthapuram 
695 001 upto 3 . 30 p . m . on all working days . Tender form 
can be obtained by post , if required by remitting due 
amount with Rs. 50 extra as postage charge by way of 
money order , addressed to the Principal, Govt. Ayurveda 
College , Thiruvananthapuram -695 001 on or before 
20 - 7 -2007 . No other forms of remittance through post will 
be accepted . The Principal, Ayurveda College , 
Thiruvananthapuram will have powers to accept or reject 
any tenders without assigning any reason . 


Sprit 


10 L 


- തിരുവനന്തപുരം ആയുർവേദ കോളേജിലെ വിദ്യാർത്ഥി 
കൾക്ക് യാത്ര ചെയ്യുന്നതിന് ആവശ്യമായ കോളേജ് ബസ്സിന്റെ 
Gumim M “ Ashok Leyland -ALPSV 4 /62- 193 ” (WB ) 
Viking passenger chassis 48 + D ( 2 * 2 seating lay out ) 
ബോഡി നിർമ്മിച്ചു നൽകുന്നതിന് താല്പര്യമുള്ള സ്ഥാപനങ്ങ 
ളിൽനിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
വിശദ വിവരങ്ങൾ ചുവടെ ചേർക്കുന്നു. 


ദർഘാസ് നമ്പർ - എസ് 1/ 10600 / 06 / AVC 
ദർഘാസ് ഫോറത്തിന്റെ വില 
- ഒറിജിനൽ 440 രൂപ 

ഡ്യൂപ്ലിക്കേറ്റ് 220 രൂപ 
ദർഘാസ് ഫോറം വില്ക്കുന്ന അവസാന തീയതിയും 
സമയവും 30 - 7 - 2007 , 1 p . m . 

ദർഘാസ് സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 30-7 - 2007 , 3 p . m . 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 
30 - 7 -2007 3.30 pm . 

വർക്ക് ചെയ്തു തീർക്കേണ്ട കാലാവധി - വർക്ക് ഓർഡർ 
കൈപ്പറ്റുന്ന തീയതി മുതൽ മൂന്നുമാസത്തിനകം. 

നിർമ്മിക്കുവാൻ ഉദ്ദേശിക്കുന്ന ബോഡിയുടെ Specification 
tender form - നോടൊപ്പം നൽകു ന്ന താ ണ് . വിദ്യാ ഭ്യാസ 
സ്ഥാപനങ്ങൾക്ക് ബസ്സ് ബോഡി നിർമ്മിച്ചു നൽകിയിട്ടുള്ള 
മുൻപരിചയം ഉണ്ടാ യി രിക്കണം. നിർമ്മിച്ചു നൽകു വാൻ 
ഉദ്ദേശിക്കുന്ന ബസ്സ് ബോഡിയുടെ രേഖാ ചിത്രമോ നേരത്തെ 
നിർമ്മിച്ചിട്ടുള്ള ബസ്സിന്റെ ചിത്രമോ സഹിതം ടെന്റർ 
സമർപ്പിക്കേണ്ടതാണ്. 

- ദർഘാസ് ഫോറം തിരുവനന്തപുരം ആയുർവേദ കോളേജ് 
പ്രിൻസിപ്പാളിന്റെ ഓഫീസിൽ നിന്നും പ്രവൃത്തി ദിവസങ്ങളിൽ 
വൈകുന്നേരം 3.30 മണിവരെ ലഭ്യമാണ്. തപാൽ മാർഗ്ഗം 
ദർഘാസ് ഫോറം ആവശ്യമുള്ളവർ ഫോറത്തിന്റെ വിലയോ 
ടൊപ്പം 50 രൂപ പോസ്റ്റേജ് ചാർജ്ജായി അധികം ചേർത്ത് 
പ്രിൻസിപ്പാൾ, ആയുർവേദ കോളേജ്, തിരുവനന്തപുരം- 695 001 
എന്ന വിലാസത്തിൽ മണി ഓർഡർ ആയി അയയ്ക്കേണ്ട 
താണ്. മണി ഓർഡറുകൾ 20 - 7 - 2007 - നു മുൻപായി ഈ 
ഓഫീസിൽ ലഭിച്ചിരിക്കണം. തപാൽ മാർഗ്ഗം ദർഘാസ് ഫാറം 
ആവശ്യപ്പെടുന്നവർ മണി ഓർഡർ മുഖാന്തിരം മാത്രമേ പണം 
അയയ്ക്കുവാൻ പാടുള്ളു. ഏതൊരു ടെന്ററും കാരണം കാണി 
ക്കാതെ നിരസിക്കാനോ മാറ്റിവയ്ക്കാനോ ഉള്ള അധികാരം 
തിരുവനന്തപുരം ആയുർവേദ കോളേജ് പ്രിൻസിപ്പാളിൽ നിക്ഷി 
പ്തമായിരിക്കും. 


9 .( a) Rear Bumber Tinted glass mounted on rubber 

M .S . Bumper 
10 . Flooring Marine chequered sheet as per 

standard 
| 11. Wheel hump Box type with Aluminium 
- 12. Foot step 3 steps- structure with Aluminium 

chequered plate ( 3mm Aluminium ) 
| 13. Exterior panel sides : 18G Aluminium sheet - 

Roof : 20G Aluminium coil with 

roofing Tarfelt covering 
14. Interior panel Roof : PVC coated sheet- VL 005 

pale Gray (AL ) 
Sides : PVC coated sheet- VL 005 

pale Gray (AL ) 
15. Interior DCM Aluminium beading 

extrusions Anodized 
waist rail roof TVS 851 Aluminium beading 
top 

Anodized 
| 16 . Seat 

Standard seat with 4" foam cushion 
and back rest and upholstery with 
best quality rexin 
Seat frames 2mm ( 14G ) are grey 
colour powder coated and pipe over 
- seat ( MS ) powder coated foot rest, 

back rest, HDP sheet . 
17. Driver seat O E 

18 . Driver partition Powder coated MS pipe PC pipes 
| 19 . Entrance / exit Powder coated MS pipe with 

(partition ) covering in Novapan 
20. Insulation Sides and Roof- Thermo coal 
21. Windows Sliding glass ( with aluminium 

channels) 


SPECIFICATION OF BUS BODY 


Doors 


1. Vehicle 
2. Type of body 


- Leyland 193" (W .B .) viking chassis 
- All steel structure ( Tubular ) (High 


Tech ) 


3. Seating capacity - 48 + D (49 in all) 2x 2 lay out 
4. Over all width - 2500 mm 
5. Interior height - 193cm 
6 . Overall height - 3150 mm ( including outside top 

luggage carrier ) 
7 . Structure - All steel tubular 
8 . Front shape - Wind shield - single glass 

Wiper-ordinary type 

Bumper as provided in the chassis 
9. Rear shape - Wind shield glass -single piece 

toughened as per KMV Rules 


22. Driver door Full door 
| 23. Entrance and Full door with louvers 

Exit door Extreme ( Extreme rear including sliding glass) 

rear 
24. Centre post 5 Nos. 
25. Grab rail M . S . powder coated - 1 row 
26 . Window guard 2 rows ( interior) M . S . Pipe powder 
pipe 

coated 
27 . Battery box cum Inside under 3 pass seat 

tools box 
28 . Engine cover O . E .-to painted as in DSO 


Electricals 


29 Meter board 
29. Meter board 


OE ( FRP -to be nair 
OE (FRP- to be painted as in DSO ) 


DSO type 


Yes 


1 No. 


Party supply - standard equipments 


51. Bulb horn and 

rear view 
52 . Mirror 
53. Driver fan 
54. Provision for Fire 

Extinguisher 
55 . Provision for 

Water tank 
56 . Clock and God 

picture 
57. Provision for VCD 

Player, 
TV, speakers 
( as per standard 
specification ) 


Party supply - standard equipments 


Party supply 


Party supply 


30. Roof lamp 2 feet tube light with invertor 

(4 Nos.) 
31. Foot step light Roof mounted spot lamp 
32. Maker lamp 
33 . Tail lamp 

OE -4 compartment (Original 

to be flushed inside the body ) 
34. Wiper motor Air 
35 . Additional head 
lamp 

Yes - 2 Nos. 
36 . Rear No . plate 
light 

2 Nos. Maruti type 
37. Reflector 4 Nos. each side 
38. ZMM wire , with Complete switch 

Fitments 
39 . Mud flop 

Rubber 
40. Rear view mirror 2 Nos. 
41. Inside mirror 1312 mirror 
42. Number plate For front and rear 
43. Spare wheel carrier O E 
44 . Diesel tank extra 
bracket 

1 No . 
Air Horn Elgi musical air horn 
and electrical horn - 1 No. (as per 

Kerala Motor Vehicle Rules) 
45 . Top corner indicator4 Nos.- BMC 
46 . Record box 

1 No. 
47 . Bell 

Electrical 
48. Permit Box 1 No. 
49. Tools Box 2 Nos. Standard Tools Box and 

one box behind driver above 

driver partition . 
50 . First Aid Box Standard First Aid Box behind 

driver above driver partition . 


58. Emergency door To be provided on back side as 

per Kerala Motor Vehicle Rules 
59. Hat rack (Luggage 
carrier ) 

Both sides DSO type 
60. Painting 

ASPA 
Note :41. Tenders can be submitted for building body 

with materials both MS plate or Aluminium 

(Alloy ) 
2 . The body should be built in accordance with 

Kerala Motor Vehicle Laws and Rules made 

thereunder . 
Guarantee terms- The body should have guarantee 
for atleast 2 years or two lakhs Kilometers whichever is 
later for manufacturing defects of body. 


Government Ayurveda College , 
Thiruvananthapuram . 


(Sd.) 
Principal. 


